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VARIATION IN THE ISOTOPIC COMPOSI- 
TION OF WATER FROM NATURAL 
SOURCES 


The discovery (J.Chem.Phys., vol. 
1, p. 426, 1983) that water can be frac- 
tionated by distillation suggests that 
water in nature, which has undergone 
long-continued evaporation, may have 
an isotopic composition different from 
that of circulating meteoric water. 
The specific gravity of pure water from 
each of the following natural sources 
was accordingly measured with the re- 
sults shown. 
Tesent specific-gravity increases in 
parts per million, the specific gravity 
of normal water being taken as unity. 


Dead Sea 
Great Salt Lake. 2, 70.7 
Rasorite (native 
borax tetra- 
hydrate) 


This appears to be the first instance of 
a variation in isotopic composition in 
hature, in the case of nonradioactive 
elements. 


ELECTRICAL CHARACTERISTICS OF 
RUBBER-SULPHUR COMPOUNDS 


The first American-made submarine 
telegraph cable was laid by the Signal 
Corps of the U.S. Army from Seattle, 
Wash., to Sitka, Alaska, about 1900. 
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This was also the first long cable to 
be insulated with rubber instead of 
guttapercha. The new venture, how- 
ever, was far from satisfactory. When 
replacement was considered shortly 
after the World War, the Bureau was 
asked to determine whether rubber 
was, or could be made, suitable for 
the insulation of a submarine cable. 
A survey of the situation indicated 
that too little was known of the basic 
electrical properties of rubber to 
justify a forecast as to its suitability 
for that purpose. Accordingly, in or- 
der to avoid a possible failure involv- 
ing an outlay of the order of a million 
dollars, guttapercha insulated cable, 
though more expensive than a rubber 
insulated one, was obtained and laid 
in 1924. 

In order to prevent recurrence of 
this situation at a future date a thor- 
ough and unhurried study of the elec- 
trical properties of rubber was begun 
by the Bureau in 1921, and has been 
continued up to the present time. 
Papers were published, one in 1925 
and another in 1927, giving results of 
this investigation. The information 
obtained has already saved the Gov- 
ernment much more than the cost of 
the investigation, to say nothing of 
the valuable data made, available to 
industry. 
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Recently another chapter has been 
added to the record of this investi- 
gation in the form of a comprehensive 
report which will be published as Re- 
search Paper No. 585 in the August 
number of the Bureau of Standards 
Journal of Research. 

The measurements reported in this 
paper were made on rubber which had 
been treated to remove impurities nor- 
mally present in the natural gum 
rubber as it comes from the tree. 
Whereas the electrical properties of 
natural rubber depend on the source 
from which it is obtained, the prop- 
erties of the purified rubber were 
found to be relatively constant and 
independent of the source. 

This purified rubber was vulcan- 
ized with sulphur in a number of dif- 
ferent proportions to form products 
which ranged in an unbroken series 
from gum rubber through the differ- 
ent variations of soft rubber, then 
through a group of materials of de- 
creasing extensibility and increasing 
hardness, and ending in the various 
modifications of hard rubber. Ac- 
curate measurements of _ electrical 
properties were made on these prod- 
ucts over wide ranges of conditions. 
The temperature was varied from 
—75° C. (—108° F.) at which even 
the softest rubber became hard and 
brittle, to 235° C. (455° F.), at which 
the rubber began to decompose rap- 
idly on account of the heat. Fre- 
quencies were used from 60 cycles per 
second, which is employed for ordi- 
nary light and power purposes, to 
radio frequencies of 300,000 cycles per 
second. The results provide data 
which the electrical engineer can use 
in designing insulation whether for a 
power line, a radio instrument, or a 
submarine cable. 


THE STANDARD-CELL COMPARATOR, A 
SPECIALIZED POTENTIOMETER 


From the pioneer days when the 
early telegraph engineer expressed a 
value of electromotive force as being 
so many “ Daniells”” down to the pres- 
ent time, a galvanic cell of some sort 
has constituted the one material stand- 
ard suitable for reproducing and main- 
taining the unit of electromotive force. 
The vast amount of research which 
has been expended on the Clark and 
the Weston standard cells has brought 
them to a high degree of perfection. 
The “ Weston normal cell” is a stand- 
ard of the highest importance in the 
maintenance of the volt by the na- 
tional standardizing laboratories and 
in the intercomparison of their respec- 
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tive values of this unit. The portable 
form of the Weston cell is very widely 
used as a working standard of electro- 
metive force, not only in the labora- 
tory, but to a much greater extent as 
a necessary component of industria] 
recording and controlling devices oper. 
ating on the principle of the potenti- 
ometer. 

In recent years the exacting and re- 
fined absolute measurements, which are 
the necessary prelude to the revision 
of the values of the electrical units in 
international use, have called for aug- 
mented precision and accuracy in the 
intercomparison of standard cells. To 
meet this need, a special potentiometer 
has been developed at the Bureau, 
With it, two standard cells can be com- 
pared and a direct indication obtained 
of the electromotive force of one in 
terms of that of the other (the “ refer- 
ence cell”) to 1 part in 10 million, 
The calibration error of the instrument 
is only a few parts in 10 million, and 
correction for it may be made if de- 
sired. In the design and construction 
of this potentiometer all available 
precautions and refinements have been 
utilized in order that it shall meet the 
exacting requirements of the new era 
in the history of the electrical units. 


EFFECT OF GLASS CONTAINERS ON 
THE ELECTROMOTIVE FORCE OF 
WESTON NORMAL CELLS 


The Weston normal cell is the pri- 
mary standard for electromotive force. 
It is, therefore, important that the 
electromotive force of such cells should 
be both reproducible and constant. 
Pure materials are required in order 
to construct cells that shall have the 
same electromotive force within a few 
microvolts, and many studies have 
been made of the stability of the in- 
gredients. In the past, however, but 
little attention has been paid to the 
effects produced by the glass contain- 
ers. It is well known that certain 
kinds of glass are appreciably soluble 
in water and in various solutions. In 
addition it is known that inequalities 
in the acidities of the electrolyte in va- 
rious parts of the cell may result in 
large changes in electromotive force. 
A series of experiments has therefore 
been made at the Bureau to determine 
whether changes in the acidity of the 
electrolyte produced by the slight sol- 
ubility of the glass walls of the cell 
would produce appreciable changes in 
electromotive force. The results will 
be published as Research Paper No. 
588 in the August number of the Bu- 
reau of Standards Journal of Research. 
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It has been found possible to acceler- 
ate the experiments by adding sam- 
ples of glass in powdered form to the 
mercurous-sulphate paste. The effects 
of the powdered glass have been found 
to parallel the behavior of standard 
cells, prepared in the ordinary man- 
ner, over a much longer period of time. 
Various chemical compounds have also 
been added to the paste to test their 
effect on the electromotive force of the 
cells. The effect of the various added 
materials has been found to be sur- 
prisingly large, and as a result of the 
investigation the glass containers have 
been redesigned with a view to improv- 
ing the constancy and portability of 
the cells. 


RADIO-DIRECTION FINDER FOR USE ON 
AIRPLANES 


The navigation of airplanes in fog 
or under conditions of low visibility 
is becoming more and more dependent 
upon the use of directional radio de- 
vices. As used in this country, di- 
rectional radio equipment takes two 
forms: (a@) the directive range bea- 
con used on the established airways, 
requiring no directional radio equip- 
ment on the airplanes using the serv- 
ice, and (6) the direction finder, used 
on airplanes engaged in cross-country 
flying independent of the airways. 
The use of the direction finder on 
airplanes has not been extensive. 
There has, however, been increasing 
demand for a direction finder de- 
signed specifically for airplane use. 
The Bureau, in its capacity as the re- 
search division of the Aeronautics 
Branch of the Department of Com- 
merce, has developed a simple direc- 
tion finder for this purpose. 

Recent flight tests made by the Bu- 
reau have shown the complete prac- 
ticability of the device. The direction 
finder uses visual rather than aural 
indication, and has no moving parts 
except the rotatable loop antenna. 
Positive visual indication right and 
left of course is given, as well as di- 
rection sense (i.e., freedom from 180° 
ambiquity), without special manipu- 
lation by the pilot. The characteris- 
tics of the incoming signals are not 
destroyed, thus allowing simultaneous 
utilization of the incoming signals for 
message reception as well as for di- 
rection determination. 

This direction finder operates on any 
received station; and uses any receiv- 
ing set, which may be the regular re- 
ceiving set already carried by the air- 
plane. It is only necessary to supply 
a small loop antenna and a compact 








converter unit. This converter unit 
furnishes a current of such a nature 
that an instrument shows a zero-center 
deflection when the heading of the air- 
plane coincides with the direction of 
the station being received, and deflects 
to the right or left according to the 
departure of the airplane heading from 
this direction. 

An interesting feature of the direc- 
tion finder is its operation under con- 
ditions of bad atmospherics (“ static”) 
and ignition interference. When on- 
course signals are received there is 
little effect, and when off-course sig- 
nals are received, any change in the 
indication tends toward an on-course 
indication. No violent kicking of the 
course indicator occurs. 

The model recently tested weighs 
about 10 pounds, and is about 6 by 8 
by 10 inches in size; both weight and 
size can be considerably reduced 
through mechanical refinement. 

The direction finder depends for its 
operation upon the production of 2 
modified figure-of-eight space patterns 
from 1 loop antenna, switched on al- 
ternately. For a given position of the 
loop antenna with respect to an in- 
coming radio wave a zero-center course 
indicator is made to deflect to the right 
in proportion to one field pattern and 
to the left in proportion to the other. 
The switching frequency is high so 
that the net pointer deflection is the 
difference of these 2 and is at zero 
center when the 2 are equal, swinging 
right or left depending upon whether 
the first or second deflection is the 
greater. (This is determined by the 
direction of the incoming wave.) 

The possibility of error from a 
change in the component parts of the 
direction finder is remote, since the 
converter unit does not depend for 
accuracy upon the amplification of a 
vacuum tube, or the balance of the 
amplification of two tubes. A failure 
in the radio-receiving set cannot in- 
troduce a course error. There are no 
mechanical rotating parts, which 
makes for lower cost and increased 
dependability. 

The most advantageous feature of 
this direction finder is its almost com- 
pletely automatic operation. The loop 
antenna does not require any careful 
tuning or phasing operations, since it 
constitutes the sole means of pick-up 
for the reception of transmissions. 

The direction finder was installed 
and tested on an airplane at the Col- 
lege Park, Md., experimental field. 
Test flights were made between Wash- 
ington and Baltimore, observing on 









the broadcasting stations of those two 
cities. In these test flights the direc- 
tion finder was used as a homing de- 
vice. The operation of the direction 
finder was entirely satisfactory, indi- 
cations right and left of the heading 
of the aircraft being very steady and 
definite. On passing over the stations 
toward which the flights were made, 
positive localizing action was given by 
the reversal of the action of the course 
indicator. The pilot experienced no 
difficulty either in accurately following 
the indications of course, or in locat- 
ing the transmitting stations, although 
the locations of the stations toward 
which the flights were made were un- 
known to him. At normal volumes, a 
10° variation of heading, right or left, 
producing full-scale readings right or 
left on the course indicator; this va- 
riation can be readily increased or de- 
creased as desired. 

This direction finder was designed 
primarily for use on airplanes, where 
dependability, ease of operation, sen- 
sitivity, and compactness are of pri- 
mary importance, but it is also adapt- 
able to marine use. It may be used 
as a homing device or for position find- 
ing by means of cross bearings. 


A BASIS FOR THE COMPARISON OF 
X-RAYS GENERATED BY VOLTAGES 
OF DIFFERENT WAVE FORM 


In the use of X-rays for the treat- 
ment of disease, progress has been 
retarded because of inability to ade- 
quately describe the radiation used on 
a patient. While it was possible to 
establish a satisfactory technique for 
certain treatments in a given hospital, 
it was usually impossible to describe 
the conditions sufficiently well for 
adequate reproduction elsewhere. This 
necessarily restricted the dissemina- 
tion of vitally needed information. 
Studies at the Bureau, however, have 
shown a direct relationship between 
the effective voltage applied to an 
X-ray tube and the kind or quality of 
X-rays emitted. Measurement of the 
effective voltage is made possible by 
means of a high-resistance voltmeter 
developed at the Bureau for use with 
X-ray generators. The present clini- 
cal methods of voltage measurement 
have been found to be not only mean- 
ingless but frequently misleading in 
determining X-ray quality and, hence, 
are responsible for much of the 
confusion in describing medical treat- 
ments. Results which will be pub- 
lished in the August number of the 
Bureau of Standards Journal of Re- 
search as Research Paper No. 592, 
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cover an investigation of most of the 
common clinical X-ray generators and 
give what appears to be conclusive 
evidence that the effective voltage 
measurement provides an adequate 
description of X-ray quality. 

In the present investigation, when 
controlling the X-ray generator by cus. 
tomary means (peak voltage and aver. 
age tube current), mechanical rectifiers 
and kenotron rectifiers are found to 
differ in X-ray output by as much as 
20 percent. The quality of penetra- 
tion of the radiation is likewise found 
to vary over wide limits. One mechan- 
ical rectifier and three kenotron recti- 
fiers, when given equal X-ray emission 
for a given filter, are found to emit 
X-ray beams of the same quality, re 
gardless of the peak voltage. A “ con- 
stant potential” generator, operating 
at some voltage considerably lower 
than the other generators, is found for 
any given filter and intensity to fur- 
nish the same quality as the other 
rectifiers. 

However, in the case of all five recti- 
fiers, it is found that, for equal effec- 
tive (root-mean-square) voltages ap- 
plied to the tube, the X-ray emission 
for the same filtration is about equal, 
both as regards quantity and quality, 
It is thus possible to reduce all radia- 
tions to terms of radiation excited by 
constant potential which in itself is 
always characteristic of the voltage. 

Accordingly, “constant potential” 
radiations may be referred to as a base 
or a standard, in terms of which other 
radiations may be expressed. Hffec- 
tive (rms) voltages are measured by 
means of a 150-megohm shielded re- 
sistor which does not draw enough cur- 
rent from the generator to disturb its 
operation. 


THERMAL EXPANSION OF COLUMBIUM 


Columbium is one of the rare metal 
lic elements that is coming into prom- 
inence at the present time. Although 
it was discovered in 1801, it has be- 
come available in appreciable quanti- 
ties only during the past few years. 

In 1929, Balke published an article 
in which he described the preparation 
of columbium and indicated its appli- 
cations. He states that there seems to 
be no question of the great value of 
tantalum and columbium in the con- 
struction of vacuum tubes. These 
metals may be of value because of 
their ability to absorb gases. He also 
states that columbium can be stamped 
or drawn with or across the grail 
without serious danger of splitting, and 
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its ability to spotweld either to itself 
or to other metals, when soft-annealed 
and free from gas, is quite unusual. 

At the Bureau, measurements have 
been made on the linear thermal ex- 
pansion of a rod of columbium con- 
taining 0.98 percent tin and 0.26 per- 
cent iron. Data were obtained at va- 
rious temperatures between —135° and 
+305° C. (—211° and +581° F.). 
The following equation was derived 
by the method of least squares: 

L,=L, (1+(7.06¢+0.00144 ¢)10~), 
In this equation L, represents the 
length of a specimen of columbium at 
oc. and Z the length at any tem- 
perature t between —135° and +305° 
C, 

The coefficient of expansion in- 
creases regularly with temperature, 
From 0° to 100° ©. the average co- 
efficient of expansion is 7.2X10~° per 
degree C., approximately 35 percent 
less than the coefficient of expansion 
of ordinary steel. This metal there- 
fore seems likely to be useful in ap- 
paratus or appliances where moderate 
expansion is required. 

Research Paper No. 590 in the Au- 
gust number of the Bureau of Stand- 
ards Journal of Research will give 
more details of this work, including 
a table of the coefficients of expansion 
of columbium over various tempera- 
ture ranges. 


GUM CONTENT OF GASOLINE 


When a cracked gasoline is evapo- 
rated to dryness, the weight of residue 
per unit volume of gasoline depends 
upon the volume which is evaporated 
and upon the temperature at which 
the evaporation takes place. Since 
evaporation in the engine manifold 
occurs over a wide range of operating 
conditions, and since the amount of 
gum formed is dependent upon the 
conditions during evaporation, no sig- 
nificant laboratory method for the de- 
termination of gum content can 
be established without quantitative 
knowledge of the effects of variations 
in the evaporation procedure. 

A general evaporation procedure 
has been developed at the Bureau in 
which emphasis is placed on drying 
the gum residue to constant weight. 
Variations in time of evaporation were 
effected by accelerating the rate of 
removal of the gasoline vapors by 
means of an air jet through which 
air passed at various rates of flow. 
It was found that the weight of gum 
obtained decreased rapidly with in- 
crease in air flow up to a certain rate. 


Beyond this point a further increase 
in air flow appeared to have a negli- 
gible effect. The investigation of the 
effect of volume evaporated indicated 
that the gum content per unit volume 
decreased as the volume evaporated 
was decreased. The relative gum con- 
tent of any two gasolines was, how- 
ever, found to be independent of the 
particular volume evaporated. The 
effect of concentration of the gum- 
forming constituents was investigated 
by making measurements on several 
gasolines diluted with various percent- 
ages of a gum-free gasoline. The gum 
content per unit volume of undiluted 
gasoline evaporated decreased with in- 
crease in the dilution, but the relative 
gum contents were found to be inde- 
pendent of the extent of dilution. A 
study of the effect of temperature of 
evaporation on the weight of gum ob- 
tained indicated that the gum content 
decreased with increase in tempera- 
ture. However, the relative gum con- 
tents were independent of the particu- 
lar temperature of evaporation em- 
ployed. 

In conclusion, it has been found that 
when evaporation is assisted by suffi- 
cient air flow, the relative gum con- 
tents of a series of gasoline are inde- 
pendent of the volume evaporated or 
of the temperature of evaporation. 
Accordingly, an air-jet method can be 
chosen in which any convenient volume 
of gasoline can be evaporated at any 
convenient bath temperature, and the 
same relative gum contents for a series 
of gasolines will be obtained as at any 
other chosen bath temperature and vol- 
ume evaporated. Results by this 
method as regards gum deposition in 
the engine should have the same sig- 
nificance as results at any other tem- 
perature and volume evaporated. 


OPTICAL AND OTHER PROPERTIES OF 
THE NORMAL FORMATES OF SOME 
GROUP II METALS 


The Bureau will publish as Research 
Paper No. 587 in the August number 
of the Bureau of Standards Journal of 
Research, values for the refractive in- 
dices, optic axial angle, elongation, dis- 
persion, and interference figures for 
the normal crystalline formates of cal- 
cium, strontium, barium, magnesium, 
zine, and cadmium. The crystal sys- 
tem and habit are likewise given. The 
presentation of data of this type for 
series of organic compounds makes the 
polarizing microseope available as a 
means of identifying these compounds, 
with added convenience and economy 
of time as a result. ° 















The densities, and the solubilities in 
water from 0° to 100° C., frequently 
useful in the separation or identifica- 
tion of compounds, are also given for 
these formates. The solubilities all in- 
crease with increasing temperature. 
The formates of calcium and barium 
in equilibrium with the saturated solu- 
tion are anhydrous over the entire 
range; those of magnesium and zinc 
are the dihydrated salts. Strontium 
formate shows a transition from the di- 
hydrate to the anhydrous salt at 72° 
C., and cadmium formate shows a simi- 
lar transition at 66° C. 

The system magnesium formate 
water was investigated, and a eutectic 
mixture was found containing 14 g of 
magnesium formate (calculated as an- 
hydrous salt) per 100 g of water at 
—5.05° C. 

The accuracy of the various deter- 
minations is evaluated, and is dis- 
cussed in connection with previously 
published work on these compounds, 

A relationship of the molal concen- 
trations of the salts in saturated solu- 
tions at various temperatures, an 
adaptation of Diihring’s relation, is 
also discussed. 


ALKALINITY OF LIME SOLUTIONS 


The chemical utilization of lime has 
developed to such an extent that about 
half of the country’s production of 
lime now goes into manufacturing in- 
dustries. Many chemical processes 
involve the use of aqueous solutions 
of calcium hydroxide and are con- 
cerned with reactions wherein saponi- 
fication, hydrolysis, causticization, co- 
agulation, and neutralization play an 
important part. The control of such 
reactions often requires information 
on the alkalinity of the lime solutions, 
An investigation was, therefore, un- 
dertaken at the Bureau to secure 
fundamental data relative to the 
strength of calcium hydroxide as a 
base. 

Measurements of the pH of calcium 
hydroxide solutions at 30° C. over the 
concentration range 0.050-1.199 grams 
CaO per liter were made, using the 
hydrogen electrode in conjunction 
with the saturated calomel half-cell, 
correcting for the potentials of the 
liquid junction occurring in this cell: 
The data permit calculation of the ac- 
tivity coefficients of hydroxyl ion in 
solutions of calcium hydroxide. As 
the activity coefficients are a measure 
of the thermodynamic degree of disso- 
ciation of the electrolyte, the values 
of the hydroxyl ion obtained, lying 
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between 0.86 and 0.94, over the con- 
centration range studied, indicate that 
calcium hydroxide is a relatively 
strong base. The maximum alkalinity 
of its solutions is limited, however, by 
its relatively low solubility. In a 
saturated calcium hydroxide solution 
the activity coefficient of the calcium 
ion Was computed to be 049. The 
value 1.72X10—14 at 30° for Kw, the 
dissociation constant of water, was de- 
rived from the data. A more com- 
plete account of this work will be pub- 
lished as Research Paper No. 584 in 
the August number of the Bureau of 
Standards Journal of Research. 


COMPILATION OF PHASE-RULE 
DIAGRAMS 


Phase-rule diagrams of systems hav- 
ing components of oxides melting at 
high temperatures (above 1,000° G.) 
have become of increasing interest and 
value to refractories’ manufacturers, 
chemists in glassworks, enamelers, 
portland cement technologists, and to 
ceramists and silicate technologists 
generally. Such diagrams enable the 
technologist to predict how a refrac- 
tory of known composition will behave 
when exposed to slags of known com- 
positions, how the composition or melt- 
ing temperature of glass may be altered 
to avoid devitrification, or what effect 
additions of certain impurities may 
have on the fusion temperature of fire 
resistant materials. 

With improvements in refractories 
for high temperatures and the intro- 
duction of the high-frequency furnace, 
the resistance furnace using high 
melting point windings, and other mod- 
ern laboratory furnaces, it has become 
possible to investigate systems with 
component oxides melting at 2,500° C. 
or even higher. The lack of an ade- 
quate compilation of these diagrams 
in a publication to which reference can 
readily be made has been felt for 
some time and has led to the compila- 
tion by the Bureau of all the available 
phase-rule diagrams (except metallic 
systems) with components melting at 
high temperatures, The final work 
will comprise about 170 diagrams and 
will be published by the American 
Ceramic Society in the near future. 


IGNITION OF PALLADIUM COMPOUNDS 


Methods for the determination of 
palladium (in chemical analysis) 
usually require igniting some com- 
pound of palladium to the metal. 
When this is done in air the metallic 
residue always has a blue or purple 
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color, instead of the gray color of 
palladium sponge, indicating that the 
metal is partially oxidized. Some 
methods direct that the residue be 
heated in an atmosphere of hydrogen 
to reduce the oxide, others that the 
residue be treated with a few drops of 
formic acid and dried, for the same 
purpose. The latter method is not 
always effective and the former is 
open to the objection that the palla- 
dium sponge absorbs a considerable 
quantity of hydrogen which may be 
catalytically oxidized to water when 
the sponge is exposed to the air. 

It has recently been found that the 
foregoing difficulties can be avoided 
by cooling the sponge, after ignition 
in air, in an atmosphere of carbon di- 
oxide, rather than hydrogen. The ox- 
ide or oxides of palladium which may 
form during the ignition of compounds 
of the metal in air are completely 
dissociated at temperatures readily 
attainable in porcelain crucibles 
heated with ordinary laboratory burn- 
ers. If the metal is finally heated 
briefly in an atmosphere of carbon 
dioxide and allowed to cool in this 
gas no oxide is formed and the resi- 
due can be weighed directly, as metal. 

Recent work has also confirmed that 
palladium can be very accurately de- 
termined by precipitating it with di- 
methylglyoxime, followed either by 
drying and weighing the compound 
(factor 0.3167) or by very carefully 
igniting it, under the conditions de- 
scribed above. 


AIRCRAFT POWER PLANT INSTRU- 
MENTS 


A general report on aircraft instru- 
ments was prepared by the Bureau of 
Standards in 1921 and published as 
National Advisory Committee for Aer- 
onautics Technical Reports Nos. 125 to 
132, inclusive. These are, on the 
whole, now obsolete. Since preparing 
these reports the Bureau of Standards 
has examined and tested all available 
aircraft instruments, including most of 
the new types, and has carried on some 
development work largely in coopera- 
tion with the Bureau of Aeronautics 
of the Navy Department. In view of 
the importance of instruments in the 
operation and testing of aircraft and 
the general lack of available sources 
of information, a new series of reports 
on aircraft instruments is. being pre- 
pared, based largely on this experience 
of the Bureau of Standards. The first 


of these, on Aircraft Speed Instru- 








ments, was published by the National 
Advisory Committee for Aeronautics 
as Technical Report No. 420. The sec- 
ond to be completed is Aircraft Power 
Plant Instruments by Harcourt Son- 
tag and W. G. Brombacher, which will 
likewise be published by the National 
Advisory Committee for Aeronautics. 

In order to maintain satisfactory 
operation and control of an aircraft 
engine experience has shown it to be 
necessary for the pilot to know at all 
times the following: (@) The speed of 
the engine, (v) the pressure of the 
lubricating oil, (c) the fuel pressure, 
(d) the temperature of the cooling 
liquid, lubricating oil, or cylinder 
head, (e€) the amount of fuel in the 
tank, (f) the rate of flow of the fuel, 
and (g) the pressure of the air or 
air-fuel mixture in supercharged en- 
gines. Possible failure of the engine 
is detected by changes in the normal 
value of some of the quantities. Thus, 
failure of the lubricating system is 
indicated either by a drop in the oil 
pressure or a rise in the oil, cooling 
liquid, or cylinder temperature, 

The instruments used to measure 
these quantities are known _ respec- 
tively as (a) tachometers, (0b) oil- 
and (c) fuel-pressure gages, (d) en- 
gine thermometers, (e) fuel-quantity 
gages, (f) fuel-flow meters or indi- 
cators, and (g) supercharger pres- 
sure gages. For most of these instru- 
ments a number of types are avail- 
able, because no one type completely 
meets all service requirements. This 
is best illustrated in the case of fuel- 
quantity gages, of which many types 
have been built, none of which ap- 
pears to meet all service require- 
ments. 

The failure of certain power-plant 
instruments may also cause engine 
failure. A break in the line of the 
fuel- or oil-pressure gage will cause a 
loss of fuel or oil. 

In this report the various power- 
plant instruments are described, the 
principle of operation given, and in 
cases where it appears of general in- 
terest, design data are _ included. 
Stress is laid upon the performance 
of the instruments. Inherent errors, 
methods of making laboratory tests, 
the apparatus for making such tests, 
and the performance of good-quality 
instruments are given in detail for 
each type of instrument now generally 
available. The tests described are in 
general those specified in the current 
Army and Navy specifications. A se- 
lected bibliography is included. 
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AERODYNAMIC CHARACTERISTICS OF 
AUTOMOBILE MODELS 


In view of the possibility of obtain- 
ing improved fuel economy by stream- 
lining an automobile body and the 
trend of design in this direction, it ap- 
peared desirable to assemble the mate- 
rial available as a result of wind-tun- 
nel tests at the Bureau. This has re- 
sulted in Research Paper No. 591, 
which will be published in the August 
number the Bureau of Standards 
Journal Research. The tests, al- 
though few in number, extend inter- 
mittently over a period of 10 years. 
The relative values of the drag coeffi- 
cients serve to give an approximate 
indication of the progress achieved in 
reducing the air resistance of the au- 
tomobile body during this period. 

The tests were routine in character 
and because of limited time no attempt 
was made to extend them for the pur- 
pose of determining the “ best” shape. 
In all cases the measurements were 
made using the suspension method, 
the models being swung from light 
steel wires secured to the roof of the 
wind tunnel. The wind blowing on 
the model caused it to deflect a dis- 
tance which was measured. The total 
drag corresponding to a given wind 
speed was computed from the weight 
of the model and the deflection. A 
correction was applied for the drag of 
the supporting wires. The effect of 
the ground was represented by testing 
the models near a large platform. 

In the tests, the drag coefficients 
were found to vary from 0.0018 
lb./ft?./mph? for the model represent- 
ing an automobile of 10 years ago to 
0.0014 for the model representing an 
automobile of the present. Elimina- 
tion of the fenders and other projec- 
tions together with pronounced fairing 
of thé body of one model gave rise to 
a drag coefficient of 0.0006. Lateral 
and longitudinal forces were also 
measured in some cases. In these 
cases the lateral force was found to 
vary approximately as the angle of the 
relative wind if this was less than 20° 
to the direction of motion of the auto- 
mobile. Very little variation in lon- 
gitudinal force coefficient was observed 
in this range. 


M.LT. PAPER-FOLDING TESTER 


The ability of paper to withstand 
repeated creasing or folding is gen- 
erally considered one of its most im- 
portant properties. In recent years 
a testing instrument, Known as the 
“M.I.T. folding-endurance tester”, has 


attracted some attention because of 
the simplicity of its design. 

At the instance of certain standard- 
izing bodies the Bureau has recently 
made a study of a number of thege 
testing instruments. The instrumen- 
tal variables which might conceivably 
have a significant effect upon the re. 
sults are the tension of the specimen, 
the variations in the tension during 
the folding cycles, the rate of folding, 
and the curvature of the small sur- 
faces over which the paper is bent, 
It was found that differences in speed 
which might ordinarily be encoun- 
tered did not have an appreciable ef- 
fect on the results. The changes in 
tension during the folding cycle were 
found to be sufficiently large to neces- 
sitate taking them into account in the 
study of this type of testing instru- 
ment. The investigation indicated 
that correct curvature of the small 
surfaces over which the paper is bent 
is particularly important, since differ- 
ences in this respect affect both the 
constancy in tension and the severity 
of the fold. 

Comparative tests were also made 
between an instrument of this type 
and another type of folding tester, 
the Schopper instrument, which hag 
been used for many years in testing 
paper. No correlation was found be- 
tween the two sets of tests. 

An article published in the June 1 
issue of Paper Trade Journal con- 
tained the detailed results of this 
study and a suggested method and 
procedure for this type of folding 
tester. The Bureau has a _ limited 
number of reprints available for free 
distribution. 


REVISED COMMERCIAL STANDARD FOR 
FUEL OILS 


Commercial Standard CS12-33 on 
Fuel Oils (second edition) which 
was released by the Bureau last month, 
covers the important characteristics 
essential to satisfactory burning oils. 
Six distinct grades are described with 
limits as to flash point, water and 
sediment, pour point, distillation range, 
and viscosity. Experience has indi- 
eated the necessity of limiting the 
above characteristics in order to pro- 
vide for the- satisfactory burning of 
fuel oils, which, before the appear- 
ance of definite grade standards, was 
limited only by gravity—an index now 
looked upon as a very poor indicator 
of volatility or viseosity. 

In addition to the above require- 
ments there are some oils used for 
heat treatment and in glass and cera- 
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mic furnaces, and other special uses, 
where a low sulphur requirement is 
necessary. To meet this special need 
the second edition of this standard 
earries a table showing sulphur con- 
tent of each grade that may be used 
by the purchaser of these oils. 

The standard was originally pub- 
lished in 1929 as the Commercial 
Standard for Domestic and Industrial 
Fuel Oils CS12-29, but upon recom- 
mendation of the standing committee 
it was revised and with some minor 
changes was recommended for accept- 
ance under the abbreviated title of 
Fuel Oils, CS12-33. 

Endorsement of the revised stand- 
ard was received from practically all 
the more important oil refiners, many 
distributors and organized consumers, 
together with practically all the burner 
manufacturers. Accordingly, the re- 
vised standard was made effective 
May 1, 1983. 

The pamphlet, in addition to the 
standard specification, includes a list 
of acceptors and a brief history of 
the project. Copies can be obtained 
from the Superintendent of Docu- 
ments, Government Printing Office, 
Washington, D.C., at 5 cents each. 


NEW AND REVISED PUBLICATIONS 
ISSUED DURING JULY 1933 


Journal of Research” 


Bureau of Standards Journal of Re- 
search, vol. 11, no. 1, July 1983 (RP 
nos. 573 to 583, inclusive). Price 
25 cents. Obtainable by subscrip- 
tion. 


Research Papers? 


(Reprints from May 1933 Bureau of 


Standards Joural of Research) 


RP549. Screw micrometer gages for 
rubber specimens ; W. L. Holt. 
5 cents. 

RP550. A resistance-coupled amplifier 
for measuring ionization currents; 
L. F. Curtiss. Price 5 cents. 

RP551. “ Tin-free” leaded bearing 
bronze; H. K. Herschman and J. L. 
Basil. Price 5 cents. 

RP553. The effect of altitude on the 
limits of safe operation of gas ap- 
pliances; J. H. Eiseman, F. A. 
Smith, and C. J. Merritt. 
cents. 

RP554. Isolation of ethylbenzene from 
an Oklahoma petroleum; J. D. White 
and F. W. Rose, Jr. Price 5 cents. 

RP555. The flexometer, an instrument 
for evaluating the flexural properties 





1See footnote in next column. 


Price 


Price 5 | 


of cloth and similar materials; H. 
F. Schiefer. Price 5 cents. 

RP556. A method of exciting resonant 
vibrations in mechanical systems; 
L. B. Tuckerman, H. L. Dryden, and 
H. B. Brooks. Price 5 cents. 

RP557. Conditions affecting the freez- 
ing temperature of silver; W. F. 
Roeser and A. I. Dahl. Price 5 
cents. 

RP558,. Long-wave are spectra of al- 
kalis and alkaline earths; W. F. 
Meggers. Price 5 cents. 

RP560. Critical solution temperatures 
of mixtures of gasoline, ethyl alco- 
hol, and water; O. C. Bridgeman 
and D. W. Querfeld. Price 5 cents. 


Circulars * 


C408. A discussion of some of the prin- 
ciples of acoustical insulation; V. L. 
Chrisler. Price 5 cents. 


Simplified Practice Recommendations’ 


R2-32 (3d ed.) Bedsteads, springs, and 
mattresses. Price 5 cents. 


Commercial Standards? 


CS$12-33 (2d ed.) Fuel oils. 


cents. 


Price 5 


Commercial Standards Monthly? 


Commercial Standards Monthly, vol. 9, 
no. 12, June 1933. Price 5 cents. 
(This publication was discontinued 
with the June number.) 


Technical News Bulletin? 


Technical News Bulletin No. 195, July 
1933. Price 5 cents. Obtainable by 
subscription. 


LETTER CIRCULARS 2 


LC387. Graphited lubricants. 


1Send orders for publications under this 
heading only to the Superintendent of Docu- 
ments, Government Printing Office, Wash- 
ington, D.C. Subseription to Technical 
News Bulletin, 50 cents per year; sub- 
scription to Journal of Research, $2.50 per 
year (United States and its possessions, 
Canada, Cuba, Mexico, Newfoundland, and 
Republic of Panama); other countries, 70 
cents and $3.25, respectively. 

2It is the intent of the Bureau to dis- 
tribute single copies of these mimeographed 
letter circulars on request only to those 
parties having a special interest in the in- 
dividual letter circular. Economy necessi- 
tates limitation in the number of copies 
issued. It is not the intent to supply par- 
ties with a copy of each letter circular 
issued during the month. Letter circulars 
are necessarily of a temporary nature de- 





signed to answer numerous inquiries on a 
given subject. Requests should be ad- 
dressed to the Bureau of Standards, Wash- 
ington, D.C. 
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OUTSIDE PUBLICATIONS * 


Diamond, H., Radio system for land- 
ing aircraft during fog—Installation 
at Newark Aijirport, Electronics 
(New York, N.Y.), vol. 6, p. 158, 
June 1933. 

Diamond, H., On the solution of the 
problem of night effects with the 
radio-range beacon system, Proceed- 
ings, Institute of Radio Engineers 
(New York, N.Y.), vol. 21, p. 808, 
June 933. 

Gibson, K. S., and 
Standardization of 
glasses—reports on measurements 
and investigations undertaken by 
the colorimetry section, Bureau of 
Standards, at the request of the sig- 
nal section of the American Rail- 
way Association, Signal Section 


Walker, G. K., 
railway signal 


8“ Outside publications” are not for dis- 
tribution or sale by the Government. Re- 
quests should be sent direct to publishers. 
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Proceedings, A.R.A. (New York, 
N.Y.), vol, 30, no. 2, p. 384, 1933. 
Taylor, L. S., and Tucker, K. C., Com 
parison of high-voltage X-ray gem 
erators, American Journal of Roent. 
genology and Radium Therapy (De 

troit, Mich.), vol, 29, p. 826, 19383. 

Schiefer, H. F., The Flexometer (re- 
print from Bureau of Standards 
Journal of Research), Textile Re 
search (Lancaster, Pa.), vol. 3, no, 
8, p. 388, June 1933. 

Snyder, L. W., and Carson, F. T., A 
study of the M.I.T. paper-folding 
tester, Paper Trade Journal (New 
York, N.Y.), vol. 96, no. 22, p. 40, 
June 1, 1933. 

Gardner, H. B., and Saeger, C. M, 
The effect of sulphur and iron on 
the physical properties of cast red 
brass (85 Cu, 5 Sn, 5 Zn, 5 Pb); 
Preprint No. 32, American Society 
for Testing Materials (Philadel- 
phia, Pa.), June 1933, 
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